DOCKETED ITEMS     167

DOCKET 71-9039 MODEL: 715, AMERSHAM CORP.

9109180080 Advises that QA Program Approval 0136 & Certificate of Compliance 9039
terminated per 910726 request.

MACDONALD.C.E. Transportation Branch. 91/09/13. PARKER.B. Parker Industrial X-
Ray Laboratory Corp. 1p. 59136:343-59136:343.

DOCKET 71-9081 MODEL: CNS 1-13C, CHEM-NUCLEAR SYSTEMS, INC.

9109060108 Advises that QA program approval for radioactive mat! package:0009
terminated.per 910813 request.Authority to use Certificates of Compliance 9081 &
9182 also terminated.

MACDONALD.C.E.  Transportation  Branch.   91/09/04.   DIETZ.G.R.   Isomedix,   Inc.
(subs, of Masefield Enterprises, inc.). 1p. 59034:225-59034:225.

9109110168 Notification of registration as user of Certificate of Compliance 9216,in re-
sponse to 910821 request.

MACDONALD.C.E. Transportation Branch. 91/09/06. BECK.GJ. Philadelphia Electric
Co. 1p. 59099:181-59099:181.

9109300228 Requests registration as user of Chem-Nuclear Sys.Inc Model CNS-1-13G
radioactive matls shipping cask.

WARFIELD.D.C. Navy, Dept. of. 91/09/20. MACDONALD.C.E. Transportation Branch.
1 p. 59261:069-59261:069.

9109260125 Registers util.in accordance w/section 71.12 of 10CFR71.as user of Certifi-
cate of Compliance 9216, per 910821 request.

MACDONALD.C.E. Transportation Branch. 91/09/24. Philadelphia Electric Co. 1p.
59218:358-59218:358.

DOCKET 71-9096 MODEL: CNS 21-300, CHEM-NUCLEAR SYSTEMS, INC.

9109300173 Advises that util intends to use Certificate of Compliance 9096 for Model
CNS 21-300.

MCCOY.C.K. Georgia Power Co. 91/09/23. Office of Nuclear Material Safety & Safe-
guards. 1p. 59253:124-59253:124.

DOCKET 71-9225 MODEL NAC-LWT, NUCLEAR ASSURANCE CORP.

9109260107 Requests addl info identified in encl re 910822 application, requesting
amend to Certificate of Compliance 9225 for Model NAC-LWT package.
MACDONALD.C.E. Transportation Branch. 91/09/24. LESSERJ.H. Nuclear Assur-
ance Corp. 2pp. 59218:236-59218:237.

DOCKET 71-9098 MODEL: CI-20WC-2 & C1-20WC-2A, CBNTICHEM, INC.

9109030178 Informs that addl info requested in 910801 Itr will be provided on or before
91 l015,W/respect to Certificate of Compliance 9098.

STRACK.R.A. Cintichem, Inc. 91/08/21. MACDONALD.C.E. Transportation Branch.
2pp. 58951:278-58951:278.

DOCKET 71-9133 MODEL: C-10, AMERSHAM CORP.

9109110072 Advises that QA program approval for radioactive mat! package:0647
terminated.per            910812             request.Certificates            of            Compliance

9006.9007,9032,9033,9036,9133 & 9135 also terminated.

MACDONALD.C.E. Transportation Branch. 91 /09/06. BAKER.T.P. Northern Inspection
Services, Inc. 1p. 59092:248-59092:248.

DOCKET 71-9135 MODEL: CENTURY S & SA, CENTURY UNIVERSAL S & SA,

9109110072 Advises that QA program approval for radioactive mat! package:0647
terminated.per            910812            request.Certificates            of            Compliance

9006,9007,9032,9033,9036,9133 & 9135 also terminated.

MACDONALD.C.E. Transportation Branch. 91/09/06. BAKER.T.P. Northern Inspection
Services, Inc. 1p. 59092:248-59092:248.

DOCKET 71-9151 MODEL: HN-100 SERIES 3, ET AL, SCIENTIFIC ECOLOGY

9109160290 Forwards Rev 14 to Certificate of Compliance 9151 for Model LN 14-
170,Series1.

MACDONALD.C.E. Transportation Branch. 91/09/11. RAMSEY.T.B. Scientific Ecology
Group, Inc. 1p. 59118:226-59118:232.

-9109160291 Certificate of Compliance 9151,Rev 14 for Model LN 14-170, Series 1.
MACDONALD.C.E. Transportation Branch. 91/09/11. 6pp. 59118:227-59118:232.

DOCKET 71-9234 MODEL: NC9-21PF-1, NUCLEAR CONTAINERS, INC.

9109040006 Notification of registration as user of Certificate of Compliance 9234,in re-
sponse to 910705 request.

MACDONALD.C.E. Transportation Branch. 91/08/29. MONTGOMERY.R.D. Westing-
house Electric Corp. 1 p. 58996:31 5-58996:31 5.

DOCKET 71-9239 MODEL: MCC, WESTINGHOUSE ELECTRIC CORP.

9109190289 Summary of 910912 meeting w/Westinghouse in Rockville.MD re MCC

shipping package.
WITHEE.CJ.   Tra

ransportation    Branch.    91/09/18.    Transportation    Branch,    ip.
59166:270-59166:270.

DOCKET 71-9242 MODEL: GAMMACELL 220, NORDION INTERNATIONAL, INC.

9109200321 Forwards request for addl info to enable NRC to continue review of 910424
request for approval for Model Gammacell 220.

MACDONALD.C.E. Transportation Branch. 91/09/19. GRAY.P.A. Nordion Internation-
al, Inc. 3pp. 59177:332-59177:334.

DOCKET 71-9511 MODEL* R-1, ENERGY, DEPT. OF

9109060041 Summary of 910820 meeting w/ANL,DOE & Sandia in Rockville.MD re
Model BUSS R-1 package.Application for approval submitted by DOE on 910226.DOE
intends to provide addl info within 6 months.

BAILEY.M. Transportation Branch. 91/09/04. Transportation Branch. 1p. 59034:224-
59034:224.

DOCKET 71-9153 MODEL SENTINEL 1S, TELEDYNE ENERGY SYSTEMS
9109230090 Forwards Certificate of Compliance 9153,Rev 4,for Model Sentinel 1S

MACDONALD.C.E. Transportation Branch. 91/09/19. VOGT.J.F. Teledyne Engineer-
ing Services. 1p. 59192:262-59192:265.

-9109230092 Certificate of Compliance 9153,Rev 4,for Model Sentinel 1S package.
MACDONALD.C.E. Transportation Branch. 91/09/19. 3pp. 59192:263-59192:265.

DOCKET 71-9159 MODEL: NUPAC 14/190H, L & M, LN-14-170H, L & M, NUPAC

9109300271 Requests registration as user of Chem-Nuclear Sys.lnc CNS 14-19H Type
A radioactive matls shipping cask.

SCHULTE.J.H. Duke Power Co. 91/09/19. MACDONALD.C.E. Transportation Branch.
1p. 59260:059-59260:059.

DOCKET 71-9167 MODEL: 3206B, 3227B & 3218, AMERSHAM CORP.

9109270167 Supports request by Arnersham Corp,Arlington Heights.lL to terminate their
QA program approval 0037.Requests that Arnersham be certificate holder for certifi-
cate of compliance 9167 for models 3206B.3327B & 3218 Type B packages.
ROUGHAN.C. Amersham Corp. 91709/19. EASTON.E. Transportation Branch. 1p.
59252:279-59252:279.

DOCKET 71-9182 MODEL: HUSMAN IRRADIATOR, AGRICULTURE, DEPT. OF

9109060108 Advises that QA program approval for radioactive matl package:0009
terminated,per 910813 requestAuthority to use Certificates of Compliance 9081 &
9182 also terminated.

MACDONALD.C.E.  Transportation  Branch.  91/09/04.  DIETZ.G.R.  Isomedix,  Inc.
(subs, of Masefield Enterprises, Inc.). 1p. 59034:225-59034:225.

DOCKET 71-9216 MODEL: CNS 1-13G, CHEM-NUCLEAR SYSTEMS, INC.
9109030071 Informs of intention to become user of NRC certified package & that QA

^KlG.japhilade^hiaeElSSfic Co." 91/08/21. Office of Nuclear Material Safety &
Safeguards. 2pp. 58927:040-58927:041.

DOCKET 71-9786 MODEL: S3G CBDCA, ENERGY, DEPT. OF

9109030144 Forwards Rev 2 to Certificate of Compliance 9786 for Model S3G core
barrel disposal container assembly.

MACDONALD.C.E. Transportation Branch. 91/08/27. ENGEL.W.P. Energy, Dept. of.
1p. 58994:324-58994:329.

-9109030146 Certificate of Compliance 9786,Rev 2 for Model S3G core barrel disposal
container assembly.
MACDONALD.C.E. Transportation Branch. 91/08/27. 5pp. 58994:325-58994:329.

LICENSING OF INDEPENDENT SPENT FUEL STORAGE

DOCKET 72-0002 VIRGINIA ELECTRIC & POWER CO., 50-280 & 50-281

9109040469 Forwards "Semiannual Radioactive Effluent Release Rept- ISFSI Jan-June
1991" & Rev 1 to Station Administrative Procedure VPAP-2104. "Radwaste Process
Control Program."

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/08/29. Document
Control Branch (Document Control Desk), 1p. 59007:001-59007:160.

-9109040446 "Semiannual Radioactive Effluent Release Rept-ISFSI Jan-June 1991."
BLOUNT.P.F. Virginia Power (Virginia Electric & Power Co.). 91/06/30.  195pp.
59007:002-59007:139.

-9109040484 Rev 1 to Station Administrative Procedure VPAP-2104. "Radwaste Proc-
ess Control Program."

*   Virginia  Power (Virginia  Electric  &  Power  Co.).  91/08/29.  21pp.  59007:140-
59007:160.

DOCKET 72-0003 CAROLINA POWER & LIGHT CO., 50-261

9109160091 Confirms that payment of NRC Invoice AM04081-91 for 1991 annual matls
fee for ISFSI electronically transferred to NRC on 910906.

FLOYD.S.D. Carolina Power & Light Co. 91/09/09. License Fee & Debt Collection
Branch (Post 890827). 1p. 59115:349-59115:349.ev 13 for Model GE-100.
